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Com munications Systems Planning for Nev Headquarters Building 


pRj.t.T R ^ U the types of Ctammuni cations systems, and the quantities of equip- 
ment that will be required for installation in the nev Headquarters Building to 
meet Agency communications requirements . 


PROJECT OE 5 ! R I P T i ON 


To investigate and compile information on new conmrunicattoas syst«as and 
, equipment. To meet regularly with representatives of the Nsssaga Center Staff, 
I Operations, Ingineering, and Security Division, and the 0C member of the New 
Building Planning Staff to discuss communications requirements for the new 
building. To prepare a list of the equipment that will be require*, and sug- 
gested floor plans and equipment layouts defining spare requirements. 
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is gtill ct-ni'. ? n’ii >i t ' installation. rhe pads 
are being aligned and the system is being checked . 
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